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BILL NO. S-87-04-  «— 


| SPECIAL ORDINANCE NO. s- d 273 / 


AN ORDINANCE approving Change Order 
| No. 1 (FINAL) for Res. 410-85, 
Evard Rd. Overflow Pump Station, 
with T-G Excavating, Inc., in connection 
with the Board of Public Works 
and Safety of the City of Fort 
. Wayne, Indiana. 


NOW, THEREFORE BE IT ORDAINED BY THE COMMON COUNCIL 


|OF THE CITY OF FORT WAYNE, INDIANA: 





SECTION 1. That Change Order No. 1 (FINAL) for Res. 
410-85, Evard Rd. Overflow Pump Station, with T-G Excavating, 
|Inc., in connection with the Board of Public Works and Safety, 


for: 


minor adjustments in final field 
measurements; 





| 
‘involving a net decrease of Forty-Four and 44/100 Dollars ($44.44), 


| 
all as more particularly set forth in the specifications, and 
which is on file with the Office of the Board of Public Works 


and Safety and is by reference incorporated herein, made a part | 





hereof, and is hereby in all things ratified, confirmed and approved. 


SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all necessary 


approval by the Mayor. 


B T WP Me Y APER 
Councilmember 


APPROVED AS TO FORM 
AND LEGALITY 


= 


Boxberger, City Attorney 
































by title and rérerred to ‘the Committee 
Plan Conna ssion Eos POSCA Os ELEG) ana PUDINS Hohring 
due lagal.nerkce,.at tha Couneii Chambers, City-County 
Indiana, on 


dd 
ud cou Co ms 
DATE: e KEKA ; 
SANDRA E. KENNEDY, CITY CLEDÉ 


Read the wa efje ingunn and on motion by ( Lf en) I 
seconded by , and duly adopte placed on its 


passage. PASSED (LOST) by the following vote: 


Read 1 i l in full and on motion by C et 
seconded by , and du PA Secongdtim: 


Fort Wav: 
day of 
À M.E. 

















AYES NAYS j ABSTAINED ABSENT T0 = Wakes 


TOTAL VOTES 





BRADBURY 


BURNS 
EISBART 


GiaQUINTA 








TALARICO 


DATE: Crd ye > dem p T ge 


SANDRA E. KENNEDY, CITY CLERK 








Passed and adopted by the Common Council o£ the City. of fort 


Wayne, Indiana, as (A2 A p ON)  J (CENERI 


(SPECIAL) (ZONING-MAP) ORDINANCE (RESOLUTION) EB es 


lee tan MRED 
5 
on the op are A day o£ Ae c ; i ; A8 I , 
ATTEST eae (SEZ > ET A (^) 
D E 


SANDRA E. KENNEDY, CITY CLERK 








Presented by me to the Mayor of the City of /Fort Wayne, Indiana, 


Ón. the: f zx of M enc Sm UR LUN 19. 55, 
at the hour of MASE a o'clock 3. MC PERSITS 


, CITY CYRK 


Approved and signed by me this br day of 7o. 


: d d 
19 Ma , at the hour of ges o'clock «MT ks Sia: 


ae 
xu MAE 
JR., MAYOR 









WIN MOSES, 


" ats sr CC E C : ( 27-25-75 
Tm a -CHANGE ORDER io > 


Change Order No. il d RE : Resolution No. -1985 


" »jeck No. À Board Order # 1-1985 
nome of Project: Evard Road - Ramblewood Dr. Pump Station Date 6/25/86 
——————smp-sewood Dr. Pump St: 


TO: T-G Excavating Inc. 
Gentlemen: 


You are hereby requested to comply with the following changes from the contract Plans and 
specifications: 


a DERSENEN PRENSA pes ior AE VE TT THEMES eis Change in Contract Price | 
ENSEUEETN ve. COIUN aRUTNENE 


No Quan 7| D Unit Price Decrease Increase 
1 1 18" RCP : 78.86 
2 


Total Decrease 185/2245 


140.80 


Total Increase 


140.80 


Net (Decrease)(I8G9gu) Contract Price 44.44 ae 
1e sum of $44.44 is hereby (adddeth:te) (deducted from) the total contract price and 
ye final contract price shall be adjusted as follows: eel 

Original Contract Price $40,418.80 
Current Contract Price Adjusted by Previous Change Order $ 44.44 
New Contract Price including this Change Order 3 $ 40,374.36 


ie time provided for completion in the contract for this project is (unchanged) (increased) 
lecreased) by — N/A calendar days due to this Change Order. The date for completion 


> all work shall be N/A - FURTHERMORE, this document shall become an 


iendment to the contract and all provisions of the contract shall apply hereto. 


Date 27237 -87 
Date 6/24/86 


Date 


Date n ( jj : 







‘commended by: 







Chief Eng 


cepted by: 





‚Contractor 






proved by: 





"roved “by 


tested by: d TN doe ED Clerk Date ye es AVF 


DENS 


Change Order No. 2 
Resolution No. 410-1985 


Board Order No. T2989 


REQUEST AND JUSTIFICATION FOR CHANGE 
a SE EUR, RANGE 


Necessity for change: 
————————————————————À 


Minor adjustments in final field measurements. 
——————————————MÀÀÀÀÀÀ 
^i . 


a RE E eS QE REED LE 
Will proposed change alter size of the project? Yes X No 


If yes, explain 


Net reduction of $44.44 in total price. ; 
ee E S LL 


Affect on operation and maintenance cost of this project: 


N/A i 
es SSeS 


i ; ~ 


Lar ee WU MI ee rE ee NEM D, 





Admn. Apnpr. ie 


Se i ee 

TITLE pF ORD INANE Change Order #] (Final) for Res. 410- -85, Evard Rd. Over- 

TUE. toc deae ee T .. Flow Pump station... "d. Over- 
Works & Safety 


DEPARTMENT REQUESTING ORDINANCE Board of Public 


SYNOPSIS or ORDINANCE The Change Order 4] (FINAL) for Res. 410-85, Evard Rd., 
Overvlow Pump Station Ls necessary because of minor adjustments 
in final field measurements, T-G Excavating, inc. is the con- 
tractor. - F 7-0 4 aS 






EXU LENS Yu A 
EFFECT OF PASSAGE To facilitate completion of project : - 
EFFECT OF NON-PASSAGE ee ee ee me 


M. 
MONEY INVOLVED (DIRECT COSTS, EXPENDITURE, SAVINGS) $44.44 Decrease 
X UN NN C PENES M ee ee 
ASSIGNED TO COMMITTEE 


BILL NO. S-87-04-25 
T e Se Re cre NE ey RN 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
BH ONUS I NM I MEI OU D A E E i EE ERES AEQ GR 


CEEY UTPIEITIES 


WE, YOUR COMMITTEE ON TO WHOM WAS 
P omar s S MMEESMEICMNUC a a URGE NE: 


REFERRED AN (ORDINANCE) (RESGEWTXSN) ^ approving Change Order 


No. L CR EN As, for Res. 410-85, Evard Rd. Overflow Pump Station, with: 


I-G Excavating, Inc., in connection with the Board of Public Works 
-and Safety of the City of Fort Wayne, Indiana V d 
A AS MEDIEN MEG M D Dl c t n D PEDE MCA DU NET E RENNES. 
MASON IHE NREEUT: MDC EE ceca ae E E E LENS NH QAO EA 


e 
HAVE HAD SAID (ORDINANCE) (RESOCUSTÓN) UNDER CONSIDERATION AND BEG 


LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 


( REXSOLXUPE KGIIN ) i 
Rete E A MOE E S EET E ae eis E E 2C NR OA 


YES NO 


CHAIRMAN Pe ae EE OUT Game eee 


PAUL M. BURNS 


Cee 
7 VICE CHAIRMAN UR e a MM 


THOMAS C. HENRY 


LRG ay A BEN A. EISBART 


i TENS SAMUEL J. TALARICO 
EQ M Nr SANDRA E. KENNEDY 


CITY CLERK 

















CONCURRED I 


